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Name 

Muhammad Tahseen Raza 

Date of birth 

April 13M994 

E-mail 

mohammadtahseen46(a)amail.com 

Present Address 

Khewra, District Jhelum 

Phone number 

+92-335-8292464 


Professional Profile and Background 

My Qualification includes Nebosh award in environmental awareness at work, lOSH 
(Managing Safely-3.1) and many other certifications supplemented by industry’s and project 
experiences from various organizations such as Al-Jaber Engineering, ALYSJ JV, Combined 
Group Company (CGC), Imperial Chemical Industry (ICI) Soda Ash Pakistan, Descon 
Engineering & Engineering Kinetics Limited (EKL) My 6.2 Years’ experience includes: 

■ Responsible & monitor the HSE implementations & program for project and ensure 
that operations meet HSE expectations by Client/Consultant. 

■ Involved in monthly safety meetings, weekly site progress meeting for HSE 
department. 

■ Panning & Conduct Monthly/Quarterly HSE inspections & Internal audit with 
management team. 

■ Fire safety. 

■ Confined spaces and entry precautions. 

■ Electrical safety. 

■ Handling gas cylinders. 

■ Heavy vehicle movement. 

■ Hot work. 

■ Respiratory protection. 

■ Conducting safety inductions and trainings. 

■ Tool box talk. 

■ Tools and equipment inspection. 

■ Working at height. 

■ Housekeeping. 

■ Daily site observation of hazards, suggest controlling, monitoring with report and 
record. 

■ Implementation of PTW system & Ensure all work carried out are recorded through 
PTW system 

■ Inspection of heavy vehicle movement and machineries. 

■ Guided the employees about hazards of chemicals, falling objects, toxic gas, noise, 
eye damaging activities or any other activity which may endanger their health and 
safety. 

■ Have done the Radiography of pipe lines to checks the quality of welding and 
leakage. 

■ Report all injuries immediately to HSE Manager, no matter how minor, get first aid 
treatment if necessary. 

I have good technical skills supported by excellent oral and written communication skills. In 
addition I have good command on various computer applications such as Microsoft Office to 
document and deliver my day to day responsibilities. 
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Work Experience 

ii.Dj Qiiiiill ulniXli QiJidI irijjiill 
flrobion Technicol Services Co. llc 

Arabian Technical Services Doha, Qatar {March 2017 to September 

2020)- Safety Officer 

■ January 2019 to September 20201 was engaged with Al-Jaber Engineering as a 
Safety Officer at Hamad Port Doha SFSF Project. 

■ March 2018 to November 2018 I was engaged with Isnad Gulf Trading & 
Contracting for Fire Safety & Facility Management for a Challenger City (labour 
camp 6000 Bed Space) at Shahaniya, Qatar 

■ March 2017 to February 2018, I was engaged with ALYSJ-JV at Gold Line 
Underground Metro Project Doha, Qatar 



(PAP.J>) OJIglaoJU 

CombiiMd Group Contracting Co. 

Combined Group Company Doha, Qatar fCGC) (May 2014 to 

September 2016) - Safety Officer 

■ During my stay at CGC I have been engaged on a project of Private Engineering 
Office (Arab Centre For Research & Policy Studies Doha, Qatar) 


a^MM 

Descon Engineering Company (August 2013 to August 2013) - 

Safety Inspector 

■ During my stay at Descon Engineering I have been engaged on a shutdown of 
United Energy Of Pakistan Limited (UEPL) Kausar Gas Facility Matiari Sindh 



ICI PAKISTAN LTD. 


ICI Soda Ash Pakistan (May 2013 to July 2013) - Safety Inspector 

■ During my stay at ICI I have been engaged on a Coal Fired Boiler Project ICI 
Soda Ash Khewra 

E<L 

Engineering Kinetics Limited (EKL) {October 2012 to April 2013) - 

Safety Inspector 

■ During my stay at EKL I have been engaged on a Coal Fired Boiler Project ICI 
Soda Ash Khewra 

Education 


F.Sc (Pre-Engineering) 

Under Board of Intermediate & Secondary Education Rawalpindi in 2013. 
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Matric (Group Science) From Mehraj Hassan High School Khewra 

Under Board of Intermediate Secondary Education Rawalpindi in 2010. 

Nehosh Award in Environmental Awareness at Work 

lOSH (Managing Safely-3.1) From RCS International Doha, Qatar 

Diploma of Safety Officer from AGT Institute of Technical & Professional Education 

Diploma of Safety Supervisor from Trade Testing Board Khyher Pakhtunkhwa 

Spoken English Course from AGT Institute of Technical & Professional Education 

Trainings 

■ Certified as CSA (Confined Space Attendant) By Max Train International UEPL 
Pakistan 

■ Certified as Eire Warden hy DISS (Doha Industrial Safety Services) Qatar 

■ Certifies as Basic First Aider & C.P.R hy Venture Gulf Training Centre Doha, 
Qatar 

■ Certified as AGT (Authorized Gas Tester) By Venture Gulf Training Centre 
Doha, Qatar 

■ Certified as Basic Scaffolding Safety Inspector Training Course hy TUV Doha, 
Qatar 

Driving Liconso issued From Pakistan Expiry Date: 15-07-2019 

Issued Erom Qatar Expiry Date: 13-01-2023 


Achievements 

■ Received One Million Safe Man-hour Completion Certificate without LTI (Lost 
Time Injury) From EKL (Engineering Kinetics Ltd.) Pakistan 

■ Received Certificate for Appreciation of outstanding performance in HSE From 
Combined Group Company Doha Qatar 

Personals Details 


Father's Name 

Muhammad Akbar Qureshi 

Nationality 

Pakistani 

Passport NO. 

GB9897111 

Marital Status 

Married 







